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NARA RG104, Entry 1, Box 148 


[Abstract:] Relative to locks used at P.O. 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
October 29, 1887 


Sir: 


Mr. Wm. H Douglas, representing Messrs. Yale & Sargent the makers of the time locks 
in use at the Post Office vaults, called this morning to see if he could have the clocks cleaned and 
oiled. 


The locks have now been running about two years, and it can hardly be supposed that the 
oil on the pinions has not evaporated. The danger now is that further use without removing the 
oil may result in such wear of the journals of the works as to necessitate their removal to the 
factory for “brushing up” — involving extra expense, and possibly some detriment to the clock 
work itself. I would respectfully recommend the submission of the facts to the proper authority 
should you deem it beyond your jurisdiction. 


Very Respectfully, 
M.H. Cobb 
Cash. 


